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BILL NO. oa Dr 
SPECIAL ORDINANCE NO. S- AL- AÁ 
AN ORDINANCE approving City Utilities 
Purchase Orders #A-53066 and #A-53067, 
by the City of Fort Wayne, Indiana, by 
and through its Department of Purchasing 
and Robinson & Associates, Inc., for the 
Water Engineering Department. 

NOW, THEREFORE, BE IT ORDAINED BY THE COMMON COUNCIL OF 
THE CITY OF FORT WAYNE, INDIANA: 

SECTION 1. That City Utilities Purchase Orders #A-53066 
and #A-53067, between the City of Fort Wayne, by and through its 
City Utilities, and the Department of Purchasing and Robinson & 
Associates, Inc., for the Water Engineering Department, respect- 
fulby- ftor: 

the purchase of material and labor to 

install radio telementry systems at 

the Northwest and Southwest pumping 

stations for the Water Engineering 

Department; 
involving a total cost of Twenty-Nine Thousand One Hundred Eighty 
Four and No/100 Dollars ($29,184.00), (#A-53066 (NW), $17,030.00; 
#A-53067 (SW), $12,154.00), all as more particularly set forth in 
said Purchase Orders, which are on file in the Office of the De- 
partment of Purchasing, and are by reference incorporated herein, 
made a part hereof, and are hereby in all things ratified, con- 
firmed and approved. 

SECTION 2. That this Ordinance shall be in full force 


and effect from and after its passage and any and all necessary 


approval by the Mayor. 





APPROVED AS TO FORM 
AND LEGALITY 


A 


Bruce O. 






berger, City Attorney 









Ree 


Read th Poa in full and on motion by Lorca ; 


seconded by > , and duly adopt ead tne second time 
by title and rererred to the Committee =e (and the Cit 
pran Commission, tor seco mesdation).. and Saring to De Moatdua ft se 
due legal notice, at the Council Chambers, City-County Building, Fort Wayn 
Indiana, on , the day of 
HOLO Pee oh oe — "E. 


o oa ae ee 


SANDRA E. KENNEDY 7 CITY CGLERK 
Read the thir 
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time in full and on motion by / Cote / 7 







seconded by ZA , and duly adopted, placed on its 
passage. PASSED (BOSF) by the following vote: 
AYES NAYS ABSTAINED ABSENT “-TO0-WIT: 





TOTAL VOTES 
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BRADBURY 





BURNS 
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EISBART 





GiaQUINTA 
HENRY 


REDD 
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SCHMIDT 
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STIER 





IS 


TALARICO 


i oe sa T E 


SANDRA E. KENNEDY, CITY CLERK 






Passed and adopted by the Common Council of the Clty. on rere: 


Wayne, Indiana, as (Al 








2 5 
(SPECIAL) (ZONING MAP) ORDINANCE e NO. ee Pi TA 
on the RA: ead day of p41. 19 IL ; 
ances bo A ce 


SANDRA Bi. KENNEDY, CITY CLERR : 


PRESIDING OFFICER 


Presented by me to the Hiro of the City of Fort Wayne, Indiana, 


on the OT tK day of A D d : Me ale acs Pe ee 
at the hour of Wee o'clock 






-M.,E wae Oy 
EG, É a 
SANDRA E. KENNEDY, CITY CLERK 
; Approved and signed by me this Ce aay ot Apal 
19 OL , at the hour of EEE o'clock Pn. M., E SGT. 
A 


WIN MOSES, JR., MAYOR 





Single Source 
Installation of Radio Telementry Systems at the Northwest 


and Southwest pumping stations per the specifications 
from the Water Engineering Department. 


Northwest Station Robinson & Associates $17,030.00 


Southwest Station Robinson & Associates S12, 154.00 


z TTT 
DIGEST SHEET 


TITLE OF ORDINANCE: SPECIAL 


DEPARTMENT REQUESTING ORDINANCE: PURCHASING 7 
SYNOPSIS OF ORDINANCE: l fé-0f -0F 


An ordinance approving City Utilities Purchase orders #A-53066 
and #A-53067, with respect to the purchase of material and 

labor to install radio telementry systems at the Northwest and 
Southwest pumping stations for the Water Engineering Department. 


EFFECT OF PASSAGE: 


In order for pumping station to be controlled from the 
Filtration Plant, specialized equipment is needed to aquire 
frequency to operate by radio waves. Information of water 
usage is needed more quickly than personnel can physically 
obtain from pumping station. 


EFFECT OF NON-PASSAGE: 


Personnel from Filtration Plant will physically have to monitor 
and check pumps every day causing a delay with needed information. 


MONEY INVOLVED (Direct costs, Expenditures, Savings): 


Robinson & Associates, Inc. (NW) $17,030.00 #A-53066 
Robinson & Associates, Inc. (SW). °S12, 154-00 #A-53067 


ASSIGNED TO COMMITTE (President): 


BILL NO. S-86-04-04 
REPORT OF THE COMMITTEE ON CITY UTILITIES 


WE, YOUR COMMITTEE ON CITY UTILITIES TO WHOM WAS 


REFERRED AN (ORDINANCE) (RESOLUPSOR)* approving City Utilities. 
STEER SI A 52 Niles EMSS S 
Purchase Orders #A-53066 and #A-53067, by the City of Fort Wayne, 


Indiana, by and through its Department of Purchasing and Robinson 


& Associates, Inc., for the Water Engineering Department 


























HAVE HAD SAID (ORDINANCE) (RESOPUT#ON) UNDER CONSIDERATION AND BEG 


LEAVE TO REPORT BACK.TO THE COMMON COUNCIL THAT SAID (ORDINANCE) 


(RESOLEP LON 























NO 
PAUL M. BURNS 
CHAIRMAN 
THOMAS C. HENRY : 
VICE CHAIRMAN 


BEN A. EISBART 
JAMES S. STIER 


MARK_E. GiaQUINTA 
- SS 


SANDRA E. KENNEDY 
CITY CLERK 


